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FORWARD ETA. BRING 100 FEET 35 MM PROCESSING TANK. 

END OF MESSAGE 

DELAYED TILL 7 APR. WILL CABLE CONFIRMATION 


OPS FEASIBILITY 0 APR. 
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' 1. ACCESS SITE DELAYED TILL 7 APRIL. WILL CABLE CONFIRMATION 

OPS FEASIBILITY 8 APRIL. 

2. SPECIAL GLASS ESSENTIAL OP DUE LOCAL WEATHER. IMMEDIATE 
DELIVERY NOT REQUIRED FOR INITIAL INSTALLATION. 

END OF MESSAGE 
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